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9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list enci.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107150343 Discusses withdrawal of amend request dtd 910614 re containment isola-
tion valves.

STANG.J. Project Directorate 111-1. 91/06/28. ORSER.W.S. Detroit Edison Co. 3pp
58428:314-58428:316.

9107080094 Requests withdrawal of 890531 & 900103 applications for amend to Li-
cense NPF-43 re emergency equipment cooling water sys, reviews circumstances
leading to request & outlines course of action to resolve any outstanding TS issues.
ORSER.W.S. Detroit Edison Co. 91/07/02. Document Control Branch (Document
Control Desk). 3pp. 58387:024-58387:026.

9107160286 Provides summary rept of second individual plant exam milestone.per
910129 Itr & in ref to Generic Ltr 88-20 re individual plant exams for severe accident
vulnerabilities.

ORSER.W.S. Detroit Edison Co. 91/07/09. Document Control Branch  (Document
Control Desk). 2pp. 58470:253-58470:254.

9107170057 Informs that facility currently does not conform to NRC position on ATWS
alternate rod insertion diversity requirements. Efforts underway to fully comply by end
of third refueling outage.

ORSER.W.S. Detroit Edison Co. 91/07/12. Document Control Branch  (Document
Control Desk). 2pp. 58482:340-58482:341.

9107230121 Provides response to recommendations contained within NRC station
blackout safety evaluation requested in 910612 Itr. Activities determined necessary to
meet station blackout rule completed.

ORSER.W.S. Detroit Edison Co. 91/07/17. Document Control Branch (Document
Control Desk). 36pp. 58519:164-58519:200.

9107230040 Confirms plans on 910703 between B Drouin & L Goodman to conduct
periodic mgt meeting on 910801 in Glen Ellyn.lL Issues re plant status.organizational
changes.IPE status, refuel outage 2 summary & SALP followup will be discussed.
GREENMAN.E.G. Region 3 (Post 820201). 91/07/18. ORSER.W.S. Detroit Edison Co.
1p. 58479:262-58479:262.

9107300060 Confirms 910906 meeting to discuss issues of mutual interest as requested
in 910711 telcon.Forwards meeting notice.W/o encl.

DAVIS.A.B. Region 3 (Post 820201). 91/07/23. STONE.R.H. Bechtel Power Corp.
2pp. 58559:069-58559:070.

9107310265 Advises that all commitments made by util re Generic Ltr 89-13, "Svc
Water Sys Problems Affecting Safety-Related Equipment" completed.
CATOLA.S.G. Detroit Edison Co. 91/07/29. Document Control Branch (Document
Control Desk). 2pp. 58622:342-58622:343.

Q. Inspection reports, IE Bulletins & correspondence

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co, of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of

Defects & Noncompliance'." Svc list encl.
CUNNINGHAM.R.E. Division of I

__...............____ _.            _' Industrial & Medical Nuclear Safety (Post 870729).

91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040, "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored.Uncontrolled Release to Environ." Svc list encl.
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York. Inc. 86pp. 58297:207-58297:293.

9106210168  NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York. Inc. 84pp. 58416:188-58416:272.

9106210169 NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:067-58435:152,

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York. Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91 /07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107220058 Forwards safety insp rept 50-341/91-09 on 910415-0614. No violations

CLAYTON.B, Region 3 (Post 820201). 91/07/10. ORSER.W.S. Detroit Edison Co.
5pp. 58459:115-58459:160.

-9107220064 Insp rept 50-341/91-09 on 910415-0614.No violations noted. Major areas
inspected;actiori            on            previous            insp            findings,            operational

safety,maint,surveillance,fo!lowup of events.LER followup & refueling activities.
DEFAYETTE.R.W. Region 3 (Post 820201). 91 /07/10. 40pp. 58459:120-58459:160.

9107220029 Forwards insp rept 50-341/91-02 on 910429-0510,23,31 & 0603 & notice
of violation.Overall process for design, implementation & testing of mods found to be
adequate.

GREENMAN.E.G. Region 3 (Post 820201). 91/07/11. ORSER.W.S. Detroit Edison Co.
5pp. 58459:016-58459:041.

-9107220046 Notice of violation from insp on 910429-0510,23,31 & 0603. Violation
noted:surveillance procedures for RPS electrical protection assembly calibr/functional
tests did not include appropriate quantitative or qualitative acceptance criteria.
GREENMAN.E.G. Region 3 (Post 820201). 91/07/11. 4pp. 58459:021-58459:024.

-9107220052   Insp   rept  50-341/91-02  on   910429-0510,23,31   &  0603.   Violations
noted.Major areas inspected:review of development & control of engineering design
packages & associated work requests & review of field installation of mod.
DEFAYETTE.R.W. Region 3 (Post 820201). 91/07/11. 17pp. 58459:025-58459:041.

9107220091 Forwards safety insp rept 50-341/91-14 on 910624-28.No violations noted.
RING.MA Region 3 (Post 820201). 91/07/16. ORSER.W.S. Detroit Edison Co. 2pp.
58459:199-58459:205.

-9107220094 Safety insp rept 50-341/91-14 on 910624-28.No violations noted.Major
areas inspected:post-accident monitoring instrumentation.

KOPP.MJ., HAUSMAN.G.M. Region 3 (Post 820201). 91/07/15. 5pp. 58459:201-
58459:205.

9107240139 Discusses fitness-for-duty insp scheduled for 910916 & requests proce-
dures & policies pertaining to program for review prior to insp.lnforms of info needed
for insp.

GREGER.L.R. Region 3 (Post 820201). 91/07/17. ORSER.W.S. Detroit Edison Co.
2pp. 58498:160-58498:161.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

9107230040 Confirms plans on 910703 between B Drouin & L Goodman to conduct
periodic mgt meeting on 910801 in Glen Ellyn.lL Issues re plant status.organizational
changes.IPE status, refuel outage 2 summary & SALP followup will be discussed.
GREENMAN.E.G. Region 3 (Post 820201). 91/07/18. ORSER.W.S. Detroit Edison Co.
1 p. 58479:262-58479:262.

R. Periodic operating reports & related correspondence

9107180320 Monthly operating rept for June 1991 for Fermi 2. W/910715 Itr.
STONE.BJ., ORSER.W.S. Detroit Edison Co. 91/06/30. 4pp. 58511:137-58511:140.

S. Reportable occurrences, LERs & related correspondence

9107080110 LER 91-014-00:on 910601.ESF actuation occurred.Caused by blown
fuse.Procedures revised to install jumper preventing isolation logic from tripping & l&C
continuing training program discussed.W/910701 Itr.

PENDERGAST.J.,   ORSER.W.S.   Detroit   Edison   Co.   91/07/01.   5pp.   58396:297-
58396:301.

9107080118 LER 91-013-00:on 910601 .safety relief valves set pressure discovered out-
side Tech Spec limits.Caused unknown. Spare replacement safety relief valves
refurbished.cleaned & retested & certified to be with tolerance.W/910701 Itr.
ANTHONY.P., ORSER.W.S. Detroit Edison Co. 91/07/01. 7pp. 58396:310-58396:316.

9107100103 LER 91-005-01 :on 910603,during performance of Type C testing.27 of 233
valves,including 3 MSIVs exceeded allowed leakage rate.Caused by normal degrada-
tion of valve components.Valves repaired/reworked.W/910703 Itr.
SIEMASZ.B., ORSER.W.S. Detroit Edison Co. 91/07/03. 8pp. 58396:345-58396:352.

DOCKET 50-344 TROJAN NUCLEAR PLANT

F. Security, medical, emergency & fire protection plans

9107030031 Forwards in-ofc insp rept 50-344/91-16 on 910506-16.No deviations or vio-
lations identified,Several proposed changes that were not consistent w/industry stds
identified.

SCARANO.RA Region 5 (Post 820201). 91/06/05. CROSS.J.E. Portland General
Electric Co, 3pp. 58265:022-58265:040.

-9107030033 Insp rept 50-344/91-16 on 910506-16.No violations or deviations
noted.Major areas inspectedproposed rev 6 to emergency procedure (EP)-001,
"Emergency Classification."

GOOD7G.M,,  REESE.J.H.  Region  5  (Post 820201).  91/06/04.  15pp.  58265:025-
58265:040,

9107100230 Forwards Initial SALP Rept 50-344/91-10 for Trojan Nuclear Power Plant
for Apr 1990 - Mar 1991.Performance of plant evaluated in functional areas of
operations.radiological controls.maint/surveillance & emergency preparedness.
MARTIN.J.B. Region 5 (Post 820201). 91/06/18. CROSS.J.E Portland General Elec-
tric Co. 5pp.. 58387:060-58387:087.

-9107100234 Initial SALP Rept 50-344/91-10 for Trojan Nuclear Power Plant for Apr
1990-Mar 1991.
* Region 5 (Post 820201). 91/06/18. 23pp. 58387:065-58387:087.

9107010060 Requests description of corrective actions for deficiencies cited during
891115 exercise.

SCARANO.R.A. Region 5 (Post 820201). 91/06/21. CROSS.J.E. Portland General
Electric Co. 2pp. 58247:022-58247:087.

-9107010064 Responds to request for clarification of inadequacies in terms of reasona-
ble assurance.

KWIATKOWSKI.D. Federal Emergency Management Agency. 91/05/01. CONP*" " '
Division of Radiation Protection & Emergency Preparedness (Post 8704'
58247:061-58247:087.2,'
